Brief comment text:

902-920mHz is a crucial part of both personal and small-business wireless development.  Any potential affect a new license could have should both be clearly defined, and throughly tested in public documentation.  Allowing this resource to become degraded by putting private, for-profit gain over public access and usage will actively harm both small-businesses, and the individuals learning and developing the skills and tools needed for the next generation.  Putting these at risk for a for-profit substitute for a technology that is well tested, effective, and public access, creates active harm.
